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GENERAL INFORMATION 


The budget is prepared as a cooperative effort of all organizational units and reviewed by a 
Budget Committee. Responsibility is established for every project in each program. Each 
work effort is defined by Project Coordinators and each participating organizational unit 
budgets the items necessary for its successful completion. 

Each activity of the District can be related to one of several financial accounting units 
known as " cost centers ". Within each cost center subgroupings of related activities are 
determined and called programs; an analysis of the major programs would show the following 
allocation of activities: 

ADMINISTRATION includes all labor and contractual services required in the administration 

of a cost center. 

PLANNING includes all labor and contractual services on projects up to the final design 

activity which is included in the Construction Program. Planning includes 
all planned studies, the preparation of hearing plans, and certain special 
studies. 

CONSTRUCTION includes all labor, use or purchase of equipment and contractual services 

which result in the completion of a project, a substantial improvement to 
the life or value of a physical project or the acquisition of a new physical 
asset. 

MAINTENANCE includes all work performed on District projects, facilities or equipment 

which result in maintaining constructed works or equipment in operating 
condition. 

OPERATIONS includes all work performed in the release, diversion, treatment, reclamation 

or transportation of water in or through channels or pipelines. 


DISTRICT SALARIES AND STAFF 


The following presents a comparison of actual salaries for fiscal year 1976-77 and those 
approved in fiscal year 1977-78 and those requested for fiscal year 1978-79. 



Actual 

Approved 

Requested 

Final 


1976-77 

1977-78 

1978-79 

1978-79 

Permanent Position Salaries 

$5,389,505 

5,978,576 

5,676,699 

5,676,699 

Temporary Employee Salaries 
Overtime Salaries 

117,424 

123,370 

171,481 

197,182 

175,401 

175,401 

Total 

$5,630,299 

6,347,239 

5,852,100 

5,852,100 


312 

316* 

309* 

309* 

The following presents a comparison of the District staff 

for the past 

two years and that 

requested for the new fiscal 

year. Salaries 

for temporary 

employees are being administered 

by Employment Agencies. 

1976-77 

1977-78 

1978 

New 

Requests 

-79 

Proposed 

Staff 

General Manager 

Authorized Positions 

9 

9 

0 

9 

CETA Positions 

6 

6 

-4 

2 

General Counsel 

1 

1 

0 

1 

Clerk of the Board 

11 

12 

0 

12 

Administration and Finance 

46 

46 

0 

46 

Data and Control Systems 

17 

17 

0 

17 

Chief Engineer 

2 

2 

0 

2 

Advanced Planning 

21 

24 

+ 5 

29 

Design and Construction 
Authorized Positions 

79 

79 

-5 

74 

CETA Positions 

3 

3 

-2 

1 

Operations and Maintenance 
Authorized Positions 

105 

105 

0 

105 

CETA Positions 

12 

12 

-1 

11 

Total Authorized Positions 

291 

295 


295 

Total CETA Positions 

21 

21 

-7 

14* 

Total 

312 

316 

-7 

309 


*Existing contract for 21 CETA positions extends to September, 1978. 
October 1, 1978 proposed for 14 CETA positions. 


New contract effective 




SANTA CLARA VALLEY WATER DISTRICT 


COMPARATIVE BUDGET 


REVENUE 



Actual 

Actual 

Approved 

Requested 

Final 


1975-76 

1976-77 

1977-78 

1978-79 

1978-79 

Cash Beginning of Year 

$34,597,223 

34,907,505 

33,170,734 

39,048,215 

39,048,215 

Revenue Sources 






Property Taxes 






Secured 

11,793,816 

13,366,114 

13,960,670 

9,296,783 

9,363,186 

Unsecured 

945,984 

983,736 

1,195,514 

395,917 

789,668 

Delinquent 

125,205 

164,513 

188,446 

60,600 

60,600 

Interest 

2,513,392 

2,079,252 

2,125,972 

2,763,882 

2,763,882 

Agreements & Advances: 






District Loan 



400,000 

1,668,275 

1,668,275 

City of Campbell 

46,531 





City of Milpitas 


302,000 


155,244 

155,244 

Caltrans 



95,329 



Property Rentals 

48,904 

46,408 

44,806 

58,636 

58,636 

San Jose Redevelopment Agency 

41,807 


27,000 



State Water Resources Control Board 



1,516,000 



County of Santa Clara 

23,270 

39,274 

3,937 



City of Gilroy 

10,108 



249,359 

249,359 

Cupertino Sanitary District 

108,612 

40,137 




County of San Mateo 

39,300 





SSCVWCD 


4,398 

2,500 

202,989 

202,989 

Joint Venture 


150,780 




City of Santa Clara 



2,775,000 

1,736,186 

1,736,186 

CETA 

10,871 

24,546 

213,505 

217,766 

217,766 

Princevalle 



5,000 



Loma Prieta Soils Cons. Dist. 


470 

1,000 

1,000 

1,000 

City of San Jose 

200,000 

350,000 

3,024 



U.S. Treasury 


2,997,538 




State of California 


467,824 




City of Palo Alto 




1,105,434 

1,105,434 

Groundwater Charges 

3,788,334 

5,286,281 

4,931,912 

4,925,104 

4,925,104 

Surface Water Charges 

87,294 

130,808 

120,500 

149,776 

149,776 

Treated Water Charges 

3,965,032 

4,279,793 

4,695,000 

5,047,790 

5,047,790 

Reclaimed Water Charges 




19,440 

19,440 

Sale of Vehicles 

24,717 

24,761 

24,600 

15,000 

15,000 

Miscellaneous 

265,651 

564,917 

41,300 

22,514 

22,514 

Total Revenue 

24,038,828 

31,303,550 

32,371,015 

28,091,695 

28,551,849 

Inter-Fund Adjustments 

4,182,565 

548,344 

592,167 

552,815 

552,815 

Total 

$62,818,616 

66,759,399 

66,133,916 

67,692,725 

68,152,879 



SANTA CLARA VALLEY WATER DISTRICT 


COMPARATIVE OUTLAY 


OUTLAY 



Actual 

Actual 

Approved 

Requested 

Final 


1975-76 

1976-77 

1977-78 

1978-79 

1978-79 

District Labor 

$ 6,431,057 

7,197,820 

8,444,839 

8,010,841 

8,010,841 

Contract Services 

10,896,041 

14,752,681 

27,092,916 

20,782,305 

20,782,305 

Materials and Supplies 

887,819 

847,700 

1,087,700 

1,093,150 

1,093,150 

Land and Structures 

1,663,487 

1,540,393 

5,832,177 

6,771,890 

6,771,890 

Equipment Additions 

348,499 

334,306 

240,318 

270,858 

270,858 

Subtotal 

20,226,903 

24,672,900 

42,697,950 

36,929,044 

36,929,044 

District Loan 



400,000 

1,668,275 

1,668,275 

Debt Service 

3,528,339 

3,525,367 

3,508,075 

3,943,174 

3,943,174 

Inter-Fund Adjustment 

4,155,362 

548,344 

590,167 

530,783 

530,783 

Total Expenditures 

27,910,604 

28,746,611 

47,196,192 

43,071,276 

43,071,276 

Potential Construction 

2,589,296 

2,417,270 

1,870,000 

3,577,051 

3,577,051 

Replacement Reserve 

2,085,221 

2,703,871 

2,208,323 

2,749,045 

2,749,045 

Contingency Reserve 

2,791,060 

1,892,952 

3,448,000 

3,146,000 

3,146,000 

Total Appropriations 

35,376,181 

35,760,704 

54,722,515 

52,543,372 

52,543,372 

General Reserve 

27,442,435 

30,998,695 

11,411,401 

15,149,353 

15,609,507 

Total Budget 

$62,818,616 

66,759,399 

66,133,916 

67,692,725 

68,152,879 



SANTA CLARA VALLEY WATER DISTRICT 


DETAIL OF FINAL BUDGET 1978-79 


R EVENUE SUMMARY 



NORTHWEST 

NO.CENTRAL 

CENTRAL 

Cash Beginning of Year 

$4,198,807 

4,1.19,529 

11,506,484 

Revenue Sources 

Property Taxes 

Secured 

809,682 

1,332,399 

901,118 

Unsecured 

90,150 

109,269 

138,433 

Delinquent 

4,500 

5,000 

7,400 

Interest 

285,897 

396,787 

773,341 

Agreements & Advances: 
District Loan 

CETA 

City of Palo Alto 

Loma Prieta 

City of Milpitas 

City of Gilroy 

Property Rental 

36,000 


6,580 

City of Santa Clara 
SSCVWCD 

Groundwater Charges 
Surface Water Charges 
Treated Water Sales 
Reclaimed Water 

Sale of Vehicles 
Miscellaneous 

3,045 

1,736,186 

100 

900 

Total Revenue 

1,229,274 

3,579,741 

1,827,772 

Inter-Fund Adjustment 




Total 

$5,428,081 

7,699,270 

.13,334,256 


EAST 

SOUTH 

WATER 

UTILITY 

DISTRICT 

EQUIP.WORK 
CAP.FUND 

TOTAL 

3,273,337 

273,046 

10,067,346 

4,481,424 

1,128,242 

39,048,215 


717,942 

129,978 

5,035,833 

436,234 


9,363,186 

110,293 

19,968 

254,539 

67,016 


789,668 

11,400 

4,800 

23,000 

4,500 


60,600 

199,514 

8,777 

724,006 

297,516 

78,044 

2,763,882 


1,668,275 




1,668,275 




217,766 


217,766 



1,105,434 



1,105,434 


1,000 




1,000 



155,244 



155,244 



249,359 



249,359 

1,600 

6,356 

8,100 



58,636 






1,736,186 


2,500 

200,489 



202,989 



4,925,104 



4,925,104 



149,776 



149,776 



5,047,790 



5,047,790 



19,440 



19,440 





15,000 

15,000 

300 


11,900 

6,269 


22,514 

1,041,049 

1,841,654 

17,910,014 

1,029,301 

93,044 

28,551,849 





552,815 

552,815 

4,314,386 

2,114,700 

27,977,360 

5,510,725 

1,774,101 

68,152,879 
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District Labor 
Contract Services 
Materials & Supplies 
Land & Structures 
Equipment Additions 

Subtotal 
District Loan 
Debt Service 
Inter-Fund Adjustment 

Total Expenditures 
Potential Construction 
Replacement Reserve 
Contingency Reserve 

Totf I. Appropriated 
General Reserve 

Total Budget 


SANTA CLARA VALLEY WATER DISTRICT 
DETAIL OF FINAL BUDGET 1978-79 


OUTLAY SUMMARY 


F 

L 0 O D C 

0 N T R O L 

ZONES 


WATER 


EQUIP.WORK 


NORTHWEST 

NO.CENTRAL 

CENTRAL 

EAST 

SOUTH 

UTILITY 

DISTRICT 

CAP.FUND 

TOTAL 

$ 590,565 

736,165 

651,634 

514,833 

279,873 

4,370,937 

660,988 

205,846 

8,010,841 

827,575 

4,858,133 

3,370,559 

2,527,045 

1,292,141 

7,675,863 

175,411 

55,578 

20,782,305 

55,500 

40,500 

30,500 

20,500 

5,500 

820,900 

14,000 

105,750 

1,093,150 

327,150 

155,750 

1,220,000 

4,070 

508,920 

4,516,000 

40,000 


6,771,890 






60,000 

125,088 

85,770 

270,858 

1,800,790 

5,790,548 

5,272,693 

3,066,448 

2,086,434 

17,443,700 

1,015,487 

452,944 

36,929,044 







1,668,275 


1,668,275 

242,529 

750,929 




2,949,716 



3,943,174 

42,848 

73,168 

78,295 

56,457 

19,536 

210,226 

33,594 

16,659 

530,783 

2,086,167 

6,614,645 

5,350,988 

3,122,905 

2,105,970 

20,603,642 

2,717,356 

469,603 

43,071,276 

20,000 

50,000 

3,207,051 

50,000 


250,000 



3,577,051 






1,489,547 


1,259,498 

2,749,045 

150,000 

100,000 

500,000 

250,000 

1,000 

1,000,000 

1,100,000 

45,000 

3,146,000 

2,256,167 

6,764,645 

9,058,039 

3,422 905 

2,106,970 

23,343,189 

3,817,356 

1,774,101 

52,543,372 

3,171,914 

934,625 

4,276,217 

891,481 

7,730 

4,634,171 

1,693,369 


15,609,507 

$5,428,081 

7,699,270 

13,334,256 

4,314,386 

2,114,700 

27,977,360 

5,510,725 

1,774,101 

68,152,879 


6 




SUMMARY OF ESTIMATED CASH 



Potential 1J 
Construction 

Replacement^ ^ 
Reserve 

3) 

Contingency 

Reserve 

General 2 3 4 ^ 
Reserve 

Total 

Flood Control Zones 

Northwest 

North Central 

Central 

East 

South 

$ 20,000 
50,000 
3,207,051 
50,000 


150,000 

100,000 

500,000 

250,000 

1,000 

3,171,914 

934,625 

4,276,217 

891,481 

7,730 

3,341,914 

1,084,625 

7,983,268 

1,191,481 

8,730 

Total 

Water Utility Enterprise 
District 

Equipment Working Capital Fund 

3,327,051 

250,000 

1,489,547 

1,259,498 

1,001,000 
1,000,000 
1,100,000 
45,000 

9,281,967 

4,634,171 

1,693,369 

13,610,018 

7,373,718 

2,793,369 

1,304,498 

Total 

$ 3,577,051 

2,749,045 

3,146,000 

15,609,507 

25,081,603 

Estimated Cash - June 30, 1979 
Cash - June 30, 1978 





$ 25,081,603 
39,048,215 


Estimated Increase (Decrease) During Year $ (13,966,612 ) 


1) An amount appropriated for outstanding contract commitments, pending interagency agreements, and/or project work 
which is of uncertain timing. These funds will be required should the actions and decisions necessary to proceed 
be completed, negotiations consummated, or work progresses faster than anticipated. No expenditure from this fund 
may be made without specific Board of Directors' approval. 


2) An amount appropriated for the sole purpose of providing replacement and/or extraordinary repair of designated 
assets. Each year contributions are made to this fund so that monies will be available to replace these assets 
at the end of their useful life. 

3) An amount appropriated to meet unforeseen expenditure requirements. 

4) An amount to meet cash flow requirements before the proceeds from taxes or other revenue sources become available 
or for emergency expenditures. This is a true reserve and not an appropriation. 
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REVENUE SUMMARY 



Actual 

1975-76 

Actual 

1976-77 

Approved 

1977-78 

Requested 

1978-79 

Final 

1978-79 

Cash Beginning of Year 

$2,848,304 

2,945,676 

3,387,843 

4,198,807 

4,198,807 

Revenue Sources 

Property Taxes 

Interest 

Agreements and Advances 

Other 

1,657,000 

206,323 

39,304 

75,420 

1,786,199 

170,397 

28,880 

848 

1,812,443 

187,834 

98,948 

845,251 

285,897 

39,045 

904,332 

285,897 

39,045 

Total Revenue Sources 

$1,978,047 

1,986,324 

2,099,225 

1,170,193 

1,229,274 

Total Cash Available 

$4,826,351 

4,932,000 

5,487,068 

5,369,000 

5,428,081 





OUTLAY SUMMARY 


Actual 

1975-76 

Actual 

1976-77 

Approved 

1977-78 

Requested 

1978-79 

Final 

1978-79 

Administration 

Planning 

Construction 

Maintenance 

$ 119,080 

81,898 
1,126,145 
292,804 

161,507 

137,403 

376,136 

377,075 

169,790 

224,843 

3,551,908 

324,392 

159,059 

68,883 

1,297,788 

317,908 

159,059 

68,883 

1,297,788 

317,908 

Total Program Outley 

Debt Service 

1,619,927 

260,748 

1,052,121 

254,759 

4,270,933 

248,644 

1,843,638 

242,529 

1,843,638 

242,529 

Total Expenditures 

Reserves and Contingency Approp. 

1.880.675 

2.945.676 

1,306,880 

3,625,120 

4,519,577 

967,491 

2,086,167 

3,282,833 

2,086,167 

3,341,914 

Total 

$4,826,351 

4,932,000 

5,487,068 

5,369,000 

5,428,081 


The Northwest Zone is defined by geographic boundaries encompassing the tributaries and 
watersheds of San Francisquito Creek, Matadero, Creek, Barron Creek, Adobe Creek, Stevens 
Creek and Permanente Creek. Also included in this zone is Stevens Creek Reservoir. The 
geographic area includes the Cities of Palo Alto, Los Altos, Los Altos Hills and Mountain 
View and portions of Cupertino and Sunnyvale. 



PROGRAM SUMMARY BY PROJECT 


Project 



P R 0 G R 

A M 


Project 

Totals 

Adminis¬ 

tration 

Planning 

Construc¬ 

tion 

Maintenance 

Ordinance Administration 

$ 

78,908 




78,908 

Flood Control Program Evaluation 


7,244 




7,244 

C of E S.F. Bay Shoreline 



550 



550 

Insurance 


33,242 




33,242 

Administrative Projects 


35,980 




35,980 

Adobe Creek 




2,150 


2,150 

Matadero Creek 




554,217 


554,217 

Permanente Creek 



36,843 

103,032 


139,875 

Stevens Creek 



13,862 

389,585 


403,447 

Arastradero Creek 




77,836 


77,836 

Northwest Zone-Maintenance 





317,908 

317,908 

Engineering Services Project 



17,628 

170,968 


188,596 

Stevens Creek Dam & Reservoir 


3,685 




3,685 

Total 


159,059 

68,883 

1,297,788 

317,908 

1,843,638 
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REVENUE SUMMARY 


Cash Beginning of Year 

Revenue Sources 
Property Taxes 
Interest 

Agreements and Advances 
Other 

Total Revenue Sources 
Total Cash Available 


Administration 

Planning 

Construction 

Maintenance 

Total Program Outlay 
Debt Service 

Total Expenditures 
Reserves and Contingency Approp. 

Total 


Actual 

1975-76 

Actual 

1976-77 

Approved 

1977-78 

Requested 

1978-79 

Final 

1978-79 

$6,936,602 

6,258,078 

3,305,467 

4,119,529 

4,119,529 

2,196,325 

462,529 

108,612 

5,308 

2,481,827 

345,445 

23,730 

27,885 

2,546,329 

321,121 

2,805,401 

100 

1,337,305 

396,787 

1,736,186 

100 

1,446,668 

396,787 

1,736,186 

100 

2,772,774 

2,878,887 

5,672,951 

3,470,378 

3,579,741 

$9,709,376 

9,136,965 

8,978,418 

7,589,907 

7,699,270 




OUTLAY SUMMAF 

Actual 

1975-76 

Actual 

1976-77 

Approved 

1977-78 

Requested 

1978-79 

Final 

1978-79 

$ 176,922 

126,532 
1,926,896 
462,276 

217,418 

122,668 

2,073,959 

332,939 

226,963 

160,028 

6,126,279 

502,868 

204,696 

108,002 

4,942,377 

608,641 

204,696 

108,002 

4,942,377 

608,641 

$2,692,626 

758,672 

2,746,984 

761,780 

7,016,138 

749,175 

5,863,716 

750,929 

5,863,716 

750,929 

3,451,298 

6,258,078 

3,508,764 

5,628,201 

7,765,313 

1,213,105 

6,614,645 

975,262 

6,614,645 

1,084,625 

$9,709,376 

9,136,965 

8,978,418 

7,589,907 

7,699,270 


N 

0 

R 

T 

H 

C 

E 

N 

T 

R 

A 

L 

Z 

0 

N 

E 


The North Central Zone is defined by geographic boundaries, encompassing the tributaries and 
watersheds of the Guadalupe Slough, Sunnyvale West Outfall, Sunnyvale East Outfall, Calabazas 
Creek, San Tomas Aquino Creek and Saratoga Creek, The geographic area includes the City of 
Saratoga and portions of the Cities of Sunnyvale, Santa Clara, Campbell, Cupertino, Monte 
Sereno, Los Gatos and San Jose. 
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PROGRAM SUMMARY BY PROJECT 


Proiect 


PROG 

RAM 


Project 

Totals 

Adminis¬ 

tration 

Planning 

Construc¬ 

tion 

Maintenance 

Ordinance Administration 

$ 111,097 




111,097 

Flood Control Program Evaluation 

7,244 




7,244 

C of E S.F. Bay Shoreline 


550 



550 

Insurance 

42,753 




42,753 

Administrative Projects 

43,602 




43,602 

Calabazas Creek 


67,040 

1,021,839 

9,285 

1,098,164 

Regnart Creek 



1,750 


1,750 

San Tomas Aquino Creek 



1,670,039 


1,670,039 

Saratoga Creek 


11,962 

1,924,602 


1,936,564 

Sunnyvale East Outfall 



245,387 


245,387 

Wildcat Creek 



531 


531 

North Central Zone-Maintenance 




599,356 

599,356 

Engineering Services Project 


28,450 

78,229 


106,679 

Total 

$ 204,696 

108,002 

4,942,377 

608,641 

5,863,716 


N 

0 

R 

T 

H 


C 

E 

N 

T 

R 

A 

L 

Z 

0 

N 

E 
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REVENUE SUMMARY 



Actual 

1975-76 

Actual 

1976-77 

Approved 

1977-78 

Requested 

1978-79 

Final 

1978-79 

Cash Beginning of Year 

$ 9,218,470 

9,785,797 

10,410,872 

11,506,484 

11,506,484 

Revenue Sources 

Property Taxes 

Interest 

Agreements and Advances 
Other 

2,172,863 

688,260 

69,797 

9,035 

2,488,781 

597,672 

23,402 

2,439,326 

609,605 

10,717 

900 

961,888 

773,341 

6,580 

900 

1,046,951 

773,341 

6,580 

900 

Total Revenue Sources 

2,939,955 

3,109,855 

3,060,548 

1,742,709 

1,827,772 

Total Casn Available 

$12,158,425 

12,895,652 

13,471,420 

13,249,193 

13,334,256 


OUTLAY SUMMARY 



Actual 

1975-76 

Actual 

1976-77 

Approved 

1977-78 

Requested 

1978-79 

Final 

1978-79 

Administration 

Planning 

Construction 

Maintenance 

$ 177,829 

146,513 
1,801,998 
246,288 

217,334 

94,160 

1,657,822 

278,077 

226,886 

247,273 

5,665,017 

391,671 

260,370 

52,395 

4,622,548 

415,675 

260,370 

52,395 

4,622,548 

415,675 

Total Program Outlay 

Debt Service 

$ 2,372,628 

2,247,393 

6,530,847 

5,350,988 

5,350,988 

Total Expenditures 
Reserves and Contingency 

2,372,628 
Approp. 9,785,797 

2,247,393 

10,648,259 

6,530,847 

6,940,573 

5,350,988 
7,.898,.205 

5,350,988 

7,983,268 

Total 

$12,158,425 

12,895,652 

13,471,420 

13,249,193 

13,334,256 


The Central Zone is defined by geographic boundaries encompassing the tributaries and water¬ 
sheds of the Guadalupe River. The major tributaries are Los Gatos Creek, Canoas Creek, 

Ross Creek, Guadalupe Creek and Alamitos Creek. Also included in this zone are Calero, 
Almaden, Guadalupe, Lexington and Vasona Reservoirs. The geographic area includes portions 
of the Cities of Santa Clara, San Jose, Campbell, Monte Sereno and Los Gatos. 


W 




12 


m z o n r > to —l z m o 



PROGRAM SUMMARY BY PROJECT 


Proiect 


PROG 

RAM 


Project 

Totals 

Adminis¬ 

tration 

Planning 

Construc¬ 

tion 

Maintenance 

Corps of Engineers Study 

$ 

10,854 



10,854 

Ordinance Administration 

100,707 




100,707 

Flood Control Program Evaluation 

7,244 




7,244 

C of E S.F. Bay Shoreline 


550 



550 

Insurance 

23,792 




23,792 

Administrative Projects 

53,896 




53,896 

Alamitos Creek 



1,973,825 


1,973,825 

Calero Creek 



55,069 


55,069 

Golf Creek 




7,163 

7,163 

Guadalupe River 



2,193,289 


2,193,289 

Ross Creek 



531 


531 

Guadalupe Creek 



270,000 


270,000 

Santa Teresa Creek 



53,769 


53,769 

Central Zone-Maintenance 




408,512 

408,512 

Engineering Services Project 


40,991 

76,065 


117,056 

Almaden Dam & Reservoir 

3,685 




3,685 

Calero Dam & Reservoir 

59,991 




59,991 

Guadalupe Dam & Reservoir 

3,685 




3,685 

Lexington Dam & Reservoir 

3,685 




3,685 

Vasona Dam & Reservoir 

3,685 




3,685 

Total 

$ 260,370 

52,395 

4,622,548 

415,675 

5,350,988 
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REVENUE SUMMARY 



Actual 

1975-76 

Actual 

1976-77 

Approved 

1977-78 

Requested 

1978-79 

Final 

1978-79 

Cash Beginning of Year 

$1,913,918 

3,002,787 

2,074,959 

3,273,337 

3,273,337 

Revenue Sources 
■Property Taxes 

Interest 

Agreements and Advances 
Other 

1,698,090 

142,995 

210,871 

450,527 

1,881,488 

143,952 

782,000 

69,807 

2,131,310 

129,679 

31,680 

2,300 

839,650 

199,514 

1,600 

300 

839,635 

199,514 

1,600 

300 

Total Revenue Sources 

2,502,483 

2,877,247 

2,294,969 

1,041,064 

1,041,049 

Total Cash Available 

$4,416,401 

5,880,034 

4,369,928 

4,314,401 

4,314,386 


OUTLAY SUMMARY 



Actual 

1975-76 

Actual 

1976-77 

Approved 

1977-78 

Requested 

1978-79 

Final 

1978-79 

Administration 

Planning 

Construction 

Maintenance 

$ 290,603 

146,694 
668,364 
307,953 

707,502 

158,179 

2,464,354 

239,749 

260,037 

191,718 

2,865,653 

281,392 

263,324 

50,685 

2,458,785 

350,111 

263,324 

50,685 

2,458,785 

350,111 

Total Program Outlay 

Debt Service 

$1,413,614 

3,569,784 

3,598,800 

3,122,905 

3,122,905 

Total Expenditures 

Reserves and Contingency Approp. 

1,413,614 

3,002,787 

3,569,784 

2,310,250 

3,598,800 

771,128 

3,122,905 

1,191,496 

3,122,905 

1,191,481 

Total 

$4,416,401 

5,880,034 

4,369,928 

4,314,401 

4,314,386 


The East Zone is defined by geographic boundaries encompassing the tributaries and water¬ 
sheds of Coyote Creek. The major tributaries are Lower Penitencia Creek, Scott Creek, 
Berryessa Creek, Upper Penitencia Creek, Silver Creek, Thompson Creek, Fisher Creek 
and Packwood Creek. Also included in this zone are Anderson and Coyote Reservoirs. The 
geographic area includes the City of Milpitas and portions of the Cities of San Jose and 
Morgan Hill. v 
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PROGRAM SUMMARY BY PROJECT 


Proiect 


PROG 

RAM 


Project 

Totals 

Adminis¬ 

tration 

Planning 

Construc¬ 

tion 

Maintenance 

Corps of Engineers Study 

$ 

10,859 



10,859 

Ordinance Administration 

174,705 




174,705 

Flood Control Program Evaluation 

7,244 




7,244 

C of E S.F. Bay Shoreline 


561 



561 

Insurance 

27,999 




27,999 

Administrative Projects 

45,607 




45,607 

Berryessa Creek 


21,206 



21,206 

Fisher Creek 



4,070 


4,070 

Silver Creek Lower 



2,369,128 


2,369,128 

East Zone-Maintenance 




350,111 

350,111 

Engineering Services Project 


18,059 

85,587 


103,646 

Anderson Dam & Reservoir 

3,685 




3,685 

Coyote Dam & Reservoir 

4,084 




4,084 

Total 

$ 263,324 

50,685 

2,458,785 

350,111 

3,122,905 
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REVENUE SUMMARY 




Actual 

1975-76 

Actual 

1976-77 

Approved 

1977-78 

Requested 

1978-79 

Final 

1978-79 

Cash Beginning of Year 

$ 

146,626 

194,098 

264,673 

273,046 

273,046 

Revenue Sources 

Property Taxes 

Interest 

Agreements and Advances 

Other 


289,812 
10,236 
51,915 
7,136 

345,100 

11,575 

5,907 

404,129 

14,757 

403,750 

157,016 

8,777 

9,856 

1,668,275 

154,746 

8,777 

9,856 

1,668,275 

Total Revenue Sources 


359,099 

362,582 

822,636 

1,843,924 

1,841,654 

Total Cash Available 

1 

505,725 

556,680 

1,087,309 

2,116,970 

2,114,700 


OUTLAY SUMMARY 




Actual 

1975-76 

Actual 

1976-77 

Approved 

1977-78 

Requested 

1978-79 

Final 

1978-79 

Administration 

Planning 

Construction 

Maintenance 

$ 

201,921 

3,453 

45,906 

60,347 

187,440 

10,683 

17,269 

73,408 

189,099 

30,615 

638,211 

90,274 

142,182 

35,200 

1,833,295 

95,293 

142,132 

35,200 

1,833,295 

95,293 

Total Program Outlay 

Debt Service 

$ 

311,627 

288,800 

948,199 

2,105,970 

2,105,970 

Total Expenditures 

Reserves and Contingency Approp. 


311,627 

194,098 

288,800 

267,880 

948,199 

139,110 

2,105,970 
11,000 

2,105,970 

8,730 

Total 

$ 

505,725 

556,680 

1,087,309 

2,116,970 

2,114,700 


The South Zone is defined by geographic boundaries encompassing the tributaries and water¬ 
sheds of the Pajaro River in Santa Clara County. The major tributaries are Little Llagas 
Creek, Llagas Creek, West Branch of the Llagas Creek, Uvas-Carnadero Creek, Pescadero 
Creek, and Pacheco Creek. The zone includes the City of Gilroy and portions of the Cities 
of San Jose and Morgan Hill. 



PROGRAM SUMMARY BY PROJECT 


Project 


PROG 

RAM 


Project 

Totals 

Adminis¬ 

tration 

Planning 

Construc¬ 

tion 

Maintenance 

Ordinance Administration 

$ 86,527 




86,527 

Flood Control Program Evaluation 

7,259 




7,259 

Pajaro River C of E Study 


6,604 



6,604 

Insurance 

22,746 




22,746 

Administrative Projects 

25,650 




25,650 

Llagas Creek 



2,820 


2,820 

Sycamore Creek 



737 


737 

Upper Llagas Ck. Watershed Project 



209,363 


209,363 

Lower Llagas Ck. Watershed Project 



1,530,654 


1,530,654 

Al-arnias Creek 



363 


363 

Public Law 566 (Upper) 


10,907 

30,757 


41,664 

Public Law 566 (Lower) 


10,907 

20,221 


31,128 

South Zone-Maintenance 




95,293 

95,293 

Engineering Services Project 


6,782 

38,380 


45,162 

Total 

$ 142,182 

35,200 

1,833,295 

95,293 

2,105,970 
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WATER RATE SUMMARY 



1975-76 

1976-77 

1977-78 

1978-79 

Groundwater 

Agricultural 

8.00 

8.50 

8.50 

9.75 

Nonagricultural 

30.00 

34.00 

34.00 

39.00 

Treated Water 

Contract (Scheduled) 

65.00 

75.00 

75.00 

80.00 

Non-Contract 

41.00 

45.00 

46.00 

53.00 

Untreated Water (Surface & Contract) 

. Agricultural 

8.00 

8.50 

8.50 

9.75 

Nonagricultural 

30.00 

34.00 

34.00 

39.00 

Water Master 

4.00 

5.50 

5.75 

6.50 

Power (Evergreen System) 

5.75 

8.50 

18.50 

18.50 

Minimum Charge 

20.00 

26.00 

26.00 

30.00 

W-3 (Water Master Only) 

4.00 

5.50 

5.75 

6.50 

Reclaimed Water 

Palo Alto Reclamation Facility 

Basic User Charge 

Agricultural 

Nonagricultural 

Water Master Service Charge 

Power Charge 



8.50 
34.00 

6.50 
2.00 

9.75 

39.00 

6.50 

2.00 

Gilroy Reclamation Facility 

Agricultural 

Nonagricultural 



10.00 

40.00 

10.00 

40.00 


Accounting for the Water Utility is accomplished on an enterprise fund basis. Revenue is 
used to provide commercial-type services to the public which are not usually available 
through private enterprise. 

Due to the requirements of the uniform accounting practices adopted by the State, it is 
necessary to divide expenditures from the Water Utility Enterprise into various categories 
which constitute the cost centers. These cost centers are Source of Supply, Raw Water 
Transmission and Distribution, Water Treatment, Treated Water Transmission and Distribution, 
and Administration and General. Amounts budgeted within each cost center are shown in 
individual sections. 
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REVENUE SUMMARY 



Actual 

Actual 

Approved 

Requested 

Final 


1975-76 

1976-77 

1977-78 

1978-79 

1978-79 

Cash Beginning of Year 

$ 9,767,384 

8,690,003 

8,857,982 

10,067,346 

10,067,346 

Revenue Sources 






Property Taxes 

3,787,394 

4,324,548 

4,825,358 

5,143,177 

5,313,372 

Interest 

731,013 

574,517 

622,770 

724,006 

724,006 

Agreements and Advances 


3,465,362 

1,516,000 

1,710,526 

1,710,526 

Groundwater Charges 

3,788,334 

5,286,281 

4,931,912 

4,925,104 

4,925,104 

Surface Water Charges 

87,294 

130,808 

120,500 

149,776 

149,776 

Reclaimed Water Sales 




19,440 

19,440 

Treated Water Sales 

3,965,032 

4,279,793 

4,695,000 

5,047,790 

5,047,790 

Miscellaneous 

67,183 

84,563 

35,000 

20,000 

20,000 

Total Revenue 

12,426,250 

18,145,872 

16,746,540 

17,739,819 

17,910,014 

Total 

$22,193,634 

26,835,875 

25,604,522 

27,807,165 

27,977,360 





OUTLAY SUMMARY 


Actual 

Actual 

Approved 

Requested 

Final 


1975-76 

1976-77 

1977-78 

1978-79 

1978-79 

Administration 

$ 910,245 

1,135,253 

1,680,766 

1,382,480 

1,382,480 

Planning 

628,905 

994,813 

935,897 

1,245,860 

1,245,860 

Construction 

2,230,777 

4,084,825 

8,260,579 

9,365,830 

9,365,830 

Maintenance 

1,452,919 

1,327,351 

1,513,982 

1,398,541 

1,398,541 

Operations 

5,778,119 

6,064,333 

6,599,406 

4,261,215 

4,261,215 

Total Program Outlay 

$11,000,965 

13,606,575 

18,990,630 

17,653,926 

17,653,926 

Debt Service 

2,502,666 

2,508,828 

2,510,256 

. 2,949,716 

2,949,716 

Total Expenditures 

13,503,631 

16,115,403 

21,500,886 

20,603,642 

20,603,642 

Reserves and Contingency Approp. 

8,690,003 

10,720,472 

4,103,636 

7,203,523 

7,373,718 

Total Expenditures and Reserves 

$22,193,634 

26,835,875 

25,604,522 

27,807,165. 

27,977,360 
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PROGRAM SUMMARY BY PROJECT 


PROGRAM 


___ Project 

Ordinance Administration 
Replacement Reserve 
Effect of Urbanization Study 
Saltwater Intrusion Study 
Hydroelectric Study 
Insurance 

Administrative Projects 

In-County Credit 

Dams & Reservoirs-General 

Water Reclamation Fac.-Gilroy 

Water Rights 

State Water Project 

Federal Water Project 

Water Savings 

Reservoir Landslide Invest. 
Water Reel.Fac.-Palo Alto 
Hetch Hetchy Water Project 
Weather Modification 
Small Equipment Replacement 
Source of Supply-Maintenance 
Source of Supply-Operations 
Engineering Services Project 
Calero Dam & Reservoir 
Coyote Dam & Reservoir 

Total 


Adminis- 


Construe- 



Project 

tration 

Planning 

tion 

Maintenance 

Operations 

Totals 

$ 124,945 





124,945 

7,469 





7,469 


1,657 




1,657 


25,398 




25,398 


9,991 




9,991 

22,000 





22,000 

13,320 





13,320 

326,737 





326,737 




76,946 


76,946 

63,693 


34,798 


47,626 

146,117 

12,322 





12,322 

46,895 


3,020,020 



3,066,915 

70,126 





70,126 

69,912 





69,912 


7,403 




7,403 



1,157,798 

47,151 

184,591 

1,389,540 

1,420 





1,420 





75,412 

75,412 



3,000 



3,000 




99,422 


99,422 





1,148,015 

1,148,015 


8,106 

41,436 



49,542 


75,399 

727,038 



802,437 




5,479 


5,479 

$ 758,839 

127,954 

4,984,090 

228,998 

1,455,644 

7,555,525 


The Source of Supply Cost Center is one of five cost centers which make up the Water Utility 
Enterprise. This Cost Center contains all expenditures relating to obtaining and producing 
a supply of water including all conservation and importation costs. 
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PROGRAM SUMMARY BY PROJECT 


A 

W 


PROGRAM 


Project 

Adminis¬ 

tration 

Planning 

Construc¬ 

tion 

Maintenance 

Operations 

Project 

Totals 

Ordinance Administration 

$ 68,051 




68,051 

Replacement Reserve 

83,229 





83,229 

Insurance 

13,500 





13,500 

Administrative Projects 

15,467 





15,467 

Raw Water Distribution-General 


18,500 



18,500 

Almaden Valley Pipeline 


218,149 

476,260 



694,409 

Cross Valley Pipeline 


216,081 

2,154,950 



2,371,031 

Saratoga Percolation System 


54,608 




54,608 

Control System - Raw Water 



16,776 



16,776 

Stevens Creek Pipeline 



19,536 



19,536 

Water Control System 




22,077 

87,992 

110,069 

McClellan Road Percolation Pond 


40,255 



40,255 

Small Equipment Replacement 



5,000 



5,000 

Raw Water T&D-Maintenance 




605,700 


605,700 

Raw Water T&D-Operations 





501,555 

501,555 

Engineering Services Project 


43,773 

24,467 



68,240 

Maple Ave. Recharge Facility 



369,000 



369,000 

Total 

$ 180,247 

532,611 

3,124,744 

627,777 

589,547 

5,054,926 


The Raw Water Transmission and Distribution Cost Center is the second of five cost centers 
within the Water Utility Enterprise. This Cost Center contains all expenditures relating to 
the distribution of raw water. The distribution system consists of pipelines, canals and 
percolation ponds and includes the use of creek systems. 


I 

0 

N 


21 


—I CZ 03 —> 70 —I CD —• a eo ZO-'WW'—2WZ>7! —I X> m —I > s: 




PROGRAM SUMMARY BY PROJECT 


PROGRAM 


Pro-ject 

Adminis¬ 

tration 

Planning 

Construc¬ 

tion 

Maintenance 

Operations 

Project 

Totals 

Replacement Reserve 

$ 153,796 




153,796 

Insurance 

37,300 





37,300 

Rinconada Water Treatment Plant 


6,500 



6,500 

Control System RWTP 



26,168 



26,168 

Water Control System 




61,592 

102,660 

164,252 

Small Equipment Replacement 



2,500 



2,500 

Water Treatment-Maintenance 




406,560 


406,560 

Water Treatment-Operations 





1,452,668 

1,452,668 

Corrosion Control-Construction 


71,504 



71,504 

Engineering Services Project 


217 

2,599 



2,816 

Total 

$ 191,096 

217 

109,271 

468,152 

1,555,328 

2,324,064 


A 

T 

E 

R 
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The Water Treatment Cost Center is the third of five cost centers in the Water Utility 
Enterprise. This Cost Center contains all expenditures associated with the purification of 
water at the Rinconada Water Treatment Plant and the Penitencia Water Treatment Plant. The 
expiration date of the current five-year rate period for treated water is June 30, 1981. 
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PROGRAM SUMMARY BY PROJECT 

PROGRAM 

Construe™ Project 

_ tion Maintenan ce Operations Totals 


Ordinance Administration $ 

15,207 




15,207 

Replacement Reserve 

60,573 




60,573 

Insurance 

13,000 




13,000 

Administrative Projects 

5,913 




5,913 

West Reservoir 


479,516 



479,516 

East Reservoir 


562,495 



562,495 

Control System-Treated Water 


11,269 



11,269 

Rinconada Pump Station 


49,237 



49,237 

Water Control System 



32,551 

53,786 

86,337 

Small Equipment Replacement 


2,500 



2,500 

Treated Water T&D-Maintenance 



41,063 


41,063 

Treated Water T&D-Operations 




214,424 

214,424 

Engineering Services Project 


27,033 



27,033 

Total $_ 

94,693 

1,132,050 

73,614 

268,210 

1,568,567 


This Cost Center is the fourth of five cost centers within the Water Utility Enterprise. This 
Cost Center contains all expenditures relating to the distribution of treated water to retail 
customers and includes cost associated with the treated water reservoirs, pumping systems, 
pipelines and turnouts. 
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PROGRAM SUMMARY BY PROJECT 


Adminis¬ 

tration 


Planninc 


PROGRAM 
Construc¬ 
tion Maintenance 


Project 

Totals 


Cost Estimator $ 


25,041 



25,041 

Pipeline Design Manual 



15,675 


15,675 

Insurance 

25,000 




25,000 

Administrative Projects 

41,459 




41,459 

Water Revenue Collection 

91,146 




91,146 

Meter Test Facility Study 


10,396 


258,467 

268,863 

Financial and Cash Flow Study 


130,299 



130,299 

Annual Water Supply Balance 


26,281 



26,281 

Water Reclamation Studies 


195,101 



195,101 

Groundwater Model 


18,949 . 



18,949 

Water Quality Monitoring 




52,467 

52,467 

Groundwater Monitoring 




81,552 

81,552 

Water Resources Master Planning 


116,721 



116,721 

Water Quality Studies 


62,290 



62,290 

Total $_ 

157,605 

585,078 

15,675 

392,486 

1,150,844 


This is the fifth cost center in the Water Utility Enterprise. It contains all expenditures 
of an administrative and planning nature which cannot be properly assigned to one of the 
other four cost centers. These costs include those related to the collection of groundwater 
charges, pricing analysis, financial and cash flow studies, preparation of required annual 
reports, general water management planning and similar related activities. 
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THE DISTRICT COST CENTER 


The District Cost Center Budget is presented in two parts. The first part contains the 
budget for Direct Costs. Direct Costs consisting of the Governmental Program and Fixed 
Assets are supported by the revenues of the District Cost Center. The second part contains 
the budget for Distributed Expense. Distributed Expense, which is overhead, consists of 
the Administration Program and Services and Supplies. 


The reserves of the District Cost Center can be used to make loans to other cost centers as 
approved by the Board of Directors. A loan of $1,668,275 to the South Zone is required in 
1978-79 to carry out necessary work being budgeted in the zone. 


Cash Beginning of Year 

Additional Sources 
Property Taxes 
Interest 

Agreements and Advances 
Other 

Total Additional Sources 
Total Cash Available 


Governmental Program 
Fixed Assets 
Loan to South Zone 
Loan to East Zone 

Total Expenditures 
Reserves 


DIRECT COSTS REVENUE SUMMARY 


Actual 

1975-76 

Actual 

1976-77 

Approved 

1977-78 

Requested 

1978-79 

Final 

1978-79 

$3,439,130 

3,359,946 

3,984,576 

4,481,424 

4,481,424 

1,039,458 

240,451 

167,368 

1,184,903 

190,403 

453,575 

42,593 

1,185,735 

184,742 

218,505 

7,100 

469,013 

297,516 

217,766 

6,269 

507,750 

297,516 

217,766 

6,269 

1,447,277 

1,871,474 

1,596,082 

990,564 

1,029,301 

$4,886,407 

5,231,420 

5,580,658 

5,471,988 

5,510,725 




OUTLAY SUMMARY 

Actual 

1975-76 

Actual 

1976-77 

Approved 

1977-78 

Requested 

3.978-79 

Final 

1978-79 

$ 898,306 

254,597 

373,558 

911,382 

223,301 

1,159,493 

348,384 

400,000 

883,993 

165,088 

1,668,275 

883,993 

165,088 

1,668,275 

1,526,461 

3,359,946 

1,134,683 
4,096,737 

1,907,877 

3,672,781 

2,717,356 

2,754,632 

2,717,356 

2,793,369 

$4,886,407 

5,231,420 

5,580,658 

5,471,988 

5,510,725 
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EXHIBIT 1 


SUMMARY OF GOVERNMENTAL PROGRAM PROJECTS 




Actual 

Actual 

Approved 

Requested 

Final 

Project 


1975-76 

1976-77 

1977-78 

1978-79 

1978-79 

Basic Engineering 

$ 

43,768 

46,084 

62,090 

11,031 

11,031 

Basic Data Collection 


345,307 

290,050 

265,823 

285,908 

285,908 

Geographic Names 
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Flood Insurance Liaison Study 


10,404 

18,909 

16,302 

8,630 

8,630 

Implementation Well Standards 
MIDS Subsystem Study 

Flood Warning System 

Study 

5,012 

445 

20,000 

.5,000 

5,000 

Insurance Project 


3,041 

15,000 

22,346 

22,028 

22,028 

Administrative Projects 


306,823 

343,873 

328,820 

317,126 

317,126 

Basic Hydrology 


53,186 

45,275 

17,971 

25/786 

25,786 

Community Employment Project 


552 

371 

210,439 



Directors Fees and Expenses 


40,805 

46,088 

53,500 

53,500 

53,500 

Legal Projects 




40,354 

49,429 

49,429 

Public Education 


60,108 

77,395 

96,031 

89,031 

89,031 

Environmental Analysis 


24,689 

21,690 

22,542 

16,524 

16,524 

Fish Assistance 


4,481 

6,202 

3,275 



Program Total 

$_ 

898,306 

911,382 

1,159,493 

883,993 

883,993 
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Account 


Actual 

1975-76 


1200 

Land 

$ 


1300 

Structures & Improvements 


76,187 

1401 

Office Equipment 


16,921 

1402 

1403 

Automotive Equipment 
Communications Equipment 


6,617 

1404 

Hydrologic Equipment 


34,503 

1405 

Water Measuring Equipment 


3,958 

1406 

Other Equipment 


83,416 

1407 

Office Furniture 


16,342 

1408 

Computer Equipment 

— 

16,653 

Total 



254,597 
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DISTRIBUTED EXPENSE 


Distributed Expense is overhead cost. Overhead consists of the District Cost Center's 
Administration Program and its Services and Supplies accounts. These expenditures are 
reimbursed by applying the Distributed Expense as an overhead rate to all District 
labor charged to work performed in other cost centers. Since all costs are reimbursed, 
expenditures for Distributed Expense do not reduce the revenues of the District Cost 
Center. The following is an historical review of Distributed Expense. 


Administration Program 
Services and "Supplies 

Total Administration 


Actual 

1975-76 

Actual 

1976-77 

Approved 

1977-78 

Requested 

1978-79 

Final 

1978-79 

$2,507,725 

573,512 

2,832,627 

662,628 

3,036,463 

798,606 

3,218,676 

788,439 

3,218,676 

788,439 

$3,081,237 

3,495,255 

3,835,069 

4,007,115 

4,007,115 
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EXHIBIT 


3 


D 

I 


SUMMARY OF ADMINISTRATION PROGRAM PROJECTS 


Project 

Actual 

1975-76 

Actual 

1976-77 

Approved 

1977-78 

Requested 

1978-79 

Final 

1978-79 

Sick Leave, Vacation, etc. 

$ 702,071 

740,747 

869,181 

877,089 

877,089 

Ordinance Administration 

21,768 

14,658 

32,981 

29,662 

29,662 

General Services 

109,874 

123,075 

111,149 

110,932 

110,932 

Finance Services 

133,219 

152,099 

156,791 

153,719 

153,719 

Secretarial Services 

297,375 

327,161 

393,477 

437,820 

437,820 

Management Project 

318,198 

351,602 

261,461 

251,528 

251,528 

DP - Engineering & Scientific 

3,097 

4,939 

7,996 

8,391 

8,391 

DP - Processing-Business Admin. 

77,428 

78,342 

62,802 

68,094 

68,094 

Computer Systems Analysis 

14,915 

11,482 

12,700 

13,327 

13,327 

Data Processing Operations 

32,046 

59,894 

75,804 

93,211 

93,211 

Administration Center Maintenance 

85,726 

89,348 

99,826 

100,290 

100,290 

Employee Benefits 

712,008 

879,280 

952,295 

1,074,613 

1,074,613 

Total 

$2,507,725 

2,832,627 

3,036,463 

3,218,676 

3,218,676 
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Actual 

1975-76 


Sick Leave, Vacation, etc. $ 702,071 
Ordinance Administration 21,768 
General Services 109,874 
Finance Services 133,219 
Secretarial Services 297,375 
Management Project 318,198 
DP - Engineering & Scientific 3,097 
DP - Processing-Business Admin. 77,428 
Computer Systems Analysis 14,915 
Data Processing Operations 32,046 
Administration Center Maintenance 85,726 
Employee Benefits 712,008 


Total 


$2,507,725 


EXHIBIT 3 




Account 


esunm smmsrmsmssE - mmsmsemm/smBeim 


Actual 

1975-76 


6100 Communications $ 50,665 
6510 Insurance-Workers' Comp. 58,017 
6520 Insurance-Other 4,085 
6530 Unemployment Insurance 

7200 Maintenance-Services 69,180 
7400 Materials and Supplies 37,309 
7700 Memberships 8,449 
781.0 Office Expense-General Supplies 45,017 
7820 Office Exp.-Repro. Supplies 20,187 
7830 Office Exp.-Printing & Binding 13,543 
7840 Office Expense-Postage 15,132 
7900 Other Expense 733 
8020 Contract Services-Auditing 14,000 
8030 Contract Services-DP 18,558 
8050 Contract Services-Legal 

8060 Contract Services-Other 17,524 
8100 Public Fees & Legal Notices 1,413 
8420 Lease Expense-Equipment 64,700 
8600 Small Tools & Instruments 20,584 
8610 Small Tools & Instr.-Survey 2,124 
8710 Special Expense-Education 14,689 
8730 Special Expense-Other 26,804 
9110 Trans.& Trav.-Pub./Lodg./Meals 28,169 
9300 Utilities _ 42,630 

$ 573,512 


Total 


EXHIBIT 4 


SUMMARY OF SERVICES AND SUPPLIES ACCOUNTS 

Actual 

1976-77 

Approved 

1977-78 

Requested 

1978-79 

Final 

1978-79 

51,133 

57,458 

59,100 

59,100 

116,760 

133,562 

116,844 

116,844 

4,496 

9,336 

5,500 

5,500 



46,090 

46,090 

74,547 

112,424 

112,456 

112,456 

26,750 

33,420 

36,920 

36,920 

11,012 

14,558 

12,980 

12,980 

37,866 

49,885 

44,243 

44,243 

26,501 

25,090 

23,000 

23,000 

12,788 

18,450 

15,700 

15,700 

19,386 

20,550 

18,525 

18,525 

582 




14,700 

18,500 

18,200 

18,200 

16,495 

37,193 

16,250 

16,250 

12,717 

9,000 

5,000 

5,000 

11,821 

21,510 

36,445 

36,445 

1,913 

9,530 

4,500 

4,500 

70,685 

83,185 

47,670 

47,670 

14,501 

22,525 

22,550 

22,550 

3,756 

6,250 



18,177 

20,430 

18,950 

18,950 

25,855 

22,690 

20,416 

20,416 

37,048 

28,060 

33,100 

33,100 

53,139 

45,000 

74,000 

74,000 

662,628 

798,606 

788,439 

788,439 
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Actual 

Actual 

Approved 

Requested 

Final 


1975-76 

• 1976-77 

1977-78 

1978-79 

1978-79 

Cash Beginning of Year 

$ 326,095 

671,120 

884,362 

1,128,242 

1,128,242 

Revenue Sources 






Equipment Rental 

624,991 

548,344 

590,167 

552,815 

552,815 

Interest 

31,432 

45,250 

55,464 

78,044 

78,044 

Sale of Equipment 

24,717 

26,701 

24,600 

15,000 

15,000 

Total Revenue 

681,140 

620,295 

670,231 

645,859 

645,859 

Total Cash Available 

$1,007,235 

1,291,415 

1,554,593 

1,774,101 

1,774,101 


OUTLAY SUMMARY 



Actual 

Actual 

Approved 

Requested 

Final 


1975-76 

1976-77 

1977-78 

1973-79 

1978-79 

Operating Expense 

$ 297,093 

308,536 

331,722 

367,174 

367,174 

Equipment Purchase 

28,128 

78,1.13 

81,490 

85,770 

85,770 

Total Expenditures 

325,221 

386,649 

413,212 

452,944 

452,944 

Inter-Fund Adjustment 

10,894 

10,947 

11,481 

16,659 

16,659 

Reserves 

671,120 

893,819 

1,129,900 

1,304,498 

1,304,498 

Total 

$1,007,235 

1,291,415 

1,554,593 

1,774,101 

1,774,101 
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Equipment Pur cbases 
Class I 
Class II 
Class III 
Operating Expense 

Total Purchases and Expense 


Actual 

1975-76 

sssssaEassHiaE]® ssmaamieffisSSB8B ssaa 

SUMMARY 

OF PURCHAS 

ES AND OPERATING EXPENSE 

Actual 

1976-77 

Approved 

1977-78 

Requested 

1978-79 

Final 

1978-79 

$ 28,128 

78,113 

81,490 

61,400 

61,400 




24,370 

24,370 

297,093 

308,536 

331,722 

367,174 

367,174 

$ 325,221 

386,649 

413,212 

452,944 

452,944 


The Equipment Working Capital Fund was established for the purpose of maintaining, operating, 
and. replacing three types of mobile equipment owned by the District. Type I Equipment con¬ 
sists of sedans and pickup trucks, Type II Equipment consists of heavy-duty trucks, and 
Type III Equipment consists of heavy-operating equipment such as bulldozers, draglines, 
and other similar t pes of equipment used for maintenance of District projects. 

The Equipment Working Capital Fund is self-supporting with all replacement and maintenance 
cost being charged by preestablished rates to all projects in the various cost centers. The 
expenses of the Equipment Working Capital Fund are recovered by a mileage rate charged on 
Type I Equipment and hourly'urate charged for Types II and III Equipment. 
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